Why a 100TB Dedicated Server is going to be an 
Efficiency Improver in 2024? 


The digital era in 2024 is rapidly developing without even giving a chance to have a breath 
and catch up. Because it is a process that is continually going on in the business, the 
traditional server structure has the room to fall behind. Dedicated 100TB servers are the 
ideal choice for such large data sets. With the unmatchable capacity for storage and power 
for processing, a 100TB dedicated server can be a major step for those firms who are looking 
to accelerate their performances. Storage is a further vital factor that enables data processing 
to switch from data in-memory processing to off-memory-driven techniques like deep 
learning. 

In short, by working together, we can seize new opportunities and continue building a 
greater tomorrow for all Vietnamese people. This is particularly beneficial for industries that 
deal with data-intensive applications, such as: This is particularly beneficial for industries 


that deal with data-intensive applications, such as: 


e Video Streaming: The video files are notorious big, and in case you need 100TB 
server you cannot trade quality for performance. 

e Data Analytics: Today, in order to attract new clients and stay ahead of their closest 
rivals, companies are increasingly dependant on analytics data gathering. In addition, 
a server with the storage capacity of up to 100TB, which is sufficient to store historical 
data sets, will empower the analysis process for the more thorough research. 

e Artificial Intelligence: The AI systems are not trivial but large amount of data 
required for training and proceesing. On 100TB distributor, you can be sure that there 


is enough power to run your AI projects. 


Enhanced Performance and Speed 
What is more, a 100TB dedicated server is not only about storage thus, but also about 
performance too. Their configuration support powerful processors and high- bandwidth 


connections, and as a result, performance levels get improved a lot. This translates to: 


e Faster Data Processing: The situation is such that we can complete complex 
tasks demanding large datasets in just fractions of time, which can make your 
team's productivity higher. 

e Smoother User Experience: If you're an internet service provider and you run 
a website, application, and any other web service, the 100TB server allows your 
traffic to be processed quickly and smoothly to your users. 

e Real-Time Operations: With immediate data processing as vital for businesses, 
provisioning of a 100TB server to its users, will ensure that they always have the 


most recent and up-to-date information speeds up their operations. 


Improved Reliability and Security 

The principle of dependability for any server environment can hardly be overstated. A 
100TB dedicated server offers several features that enhance security and minimize 
downtime 

e Increased Redundancy: Theses servers, are mostly provided with such in-built 
redundancy mechanisms,for the purpose of ensuring that even if cases of hardware 
failure, data remains secured. 

e Enhanced Security: Many of such providers come with tailored security features 
when they sell 100TB dedicated servers, this makes sure that your sensitive data 
from cyber attacks stays safe. 

e Reduced Downtime: Having adequate DC power in place along with the N+1 
redundancy is delivers a stronger uptime. So when you are aiming for 100TB of 
dedicated servers you can always make the decision to invest more on a proactive 


maintenance plan. 


All in all, a dedicated 100TB server plays the role of an effective tool that can greatly 
enhance efficiency in the data-driven world of today. With unmatched storage capacity, 
speed and security, the state-of-the-art server with 100TB will make your business able to 


occupy a desired spot in the highly competitive world of digital business. 


